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UNCLASSIFIED 

PAGE 01 IAEA V 06312 231418Z 
44 

ACTION OES-05 

INFO OCT-01 10-10 ISO-OO /016W 

035216 

R231324Z JUL 75 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 6166 
INFO USERDA GERMANTOWN 

UNCLAS IAEA VIENNA 6312 

EO 11652: N/A 

TAGS: IAEA, TECH, SENV 

SUBJ: IAEA GUIDBOOK ON ASSESSMENT AND CONTROL OF OCCUPATIONAL 
RADIATION HAZARDS IN MINING AND MILLING OR URANIUM AND THORIUM 

1. MISSION HAS RECEIVED AGENCY LETTER REQUESTING SERVICES 
OF MR. A. J. BRESLIN. DIRECTOR, HEALTH PROTECTION ENGINEER- 
ING DIVISION OF USERDA HEALTH AND SAFETY LABORATORY, NEW 
YORK, FOR PERIOD OF FIVE DAYS, PREFERABLY IN SEPTEMBER 
1975 (EXACT DATES TO BE WORKED OUT BY RESPONSIBLE AGENCY 
STAFF MEMBER IN CONSULTATION WITH BRESLIN) FOR PURPOSE 
OF REVIEWING THIRD DRAFT OF SUBJECT GUIDEBOOK AND 
ASSISTING AGENCY IN FURTHER IMPROVING IT PRIOR TO 
PUBLICATION. AGENCY OFFERS PAY TRAVEL AND PER DIEM EXPENSES. 

2. AGENCY NOTES THAT BRESLIN HAS ALREADY BEEN INVOLVED 
WITH AGENCY IN THIS ACTIVITY AND MADE VALUABLE CONTRIBUTIONS 
OF FIRST DRAFT OF GUIDEBOOK. AGENCY WOULD APPRECIATE 
RESPONSE NLT AUGUST 15. 

3. COPY OF AGENCY LETTER POUCHED AMMONS/ERDA. ADVISE. 

LABOWITZ 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: INSTRUCTIONS, PUBLICATIONS, OCCUPATIONAL SAFETY, URANIUM, NUCLEAR HAZARDS, MINING INDUSTRY, THORIUM 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 23 JUL 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975IAEAV06312 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750254-0611 
From: IAEA VIENNA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750730/aaaabavj.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: MartinML 
Review Comment: n/a 
Review Content Flags: 

Review Date: 07 JAN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <07 JAN 2003 by ThomasVJ>; APPROVED <17 MAR 2004 by MartinML> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: IAEA GUIDBOOK ON ASSESSMENT AND CONTROL OF OCCUPATIONAL RADIATION HAZARDS IN MINING AND MILLING OR 

URANIUM AND THORIUM 

TAGS: TECH, SENV, IAEA 

To: STATE 

Type: TE 
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